U MA Amherst 

DPH Space Proposed Changes 


Room 

Proposed Use 

Change? 

Requirements 

N224 

Inspectors, conference room 

N 


N224A 

Lab Supervisor office 

N 


N236 

Laboratory 

N 

Add hood 

N236A 

Chemists work area 

N 


N238 

Evidence drop-off/pick-up; evidence safe storage 

Y 

Move fish, open doorway to N236, build secure drug locker 

N240 

Drug lab records storage 

Y 


N242 

Drug lab records storage 

Y 


N244 

Not needed 

Y 


N244A 

Not needed 

Y 


N244C 

Not needed 

Y 


N246 

Not needed 

Y 


N248 

Not needed 

Y 


N248A 

Not needed 

Y 


N250 

Not needed 

Y 


N255 

Not needed 

Y 


N251 

Nurse & Epi office space 

Y 

Remove partition 

N251A 

Nurse & Epi office space 

Y 

Remove walls 

N251B 

Storage (non secure) 

Y 

Remove door 

N247 

RA work area 

Y 


N247A 

RA work area 

Y 

Remove hood and walls 

N245 

Storage 

N 


N243 

Gas tank storage 

N 


N424 

Not needed 

Y 


N424A 

Not needed 

Y 


N424B 

Not needed 

Y 
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This area would hold the refrigerators for the vaccine as well as serve as the holding area for education materials, vaccine distribution and Epi & I mm staff who would move into this area and free up their offices on the 4th floor 
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